Mr. Barnett testified that at no time on July 6, 1981, between
9:30 a.m, and 1:30 p.m., when Mr. Goodspeed started his testing of
the trucks, did he observe anything in the operation of the trucks
that led him to believe that the brake conditions presented a safety
hazard, and had he observed such conditions, the trucks would have been
parked (Tr. 405).

The parties stipulated that if Mr. Edward Westover were called
to testify, he would also testify that he received no complaints con-
cerning the brakes on the three trucks which were cited by Inspector
Goodspeed (Tr. 405).

Mr. Ob erg was recalled and confirmed that he told Mr. Goodspeed
that the No. 7 water truck never had good brakes (Tr. 374).  He explained
the braking system and confirmed that the brakes on that truck were the
ones that the manufacturer put on it (Tr. 375).  He also confirmed that
after the citation was issued, the wheels were pulled off the truck and
he found "three quarters of a brake shoe, left on the truck", and he
indicated that these were sufficient to stop the truck "if they are
adjusted right" (Tr. 376).  He believed the citation could have been
abated by merely adjusting the brakes (Tr. 377).

Mr. Oberg confirmed that the No. 10 truck wheels were also pulled
off, and he found two out of the six master cylinders to be defective.
He found the other four to be "pretty well up to par" (Tr. 377). He
also confirmed that No. 18 truck wheels were also pulled off, and when
the brake shoes were inspected "we figured there was at least 50 to 80
percent on them".  In his opinion, this was enough to stop the truck if
the brakes were adjusted (Tr. 378).

Mr. Oberg testified further that at no time prior to the Inspection
in question did the drivers of the trucks in question or their foremen
tell him that the brakes were defective, and had he been told he would have
taken them off the line (Tr. 379).  In response to further questions,
he testified as follows (Tr. 380-381):

Q.  Mr. Oberg, when you testified yesterday, I
believe you said you were aware of the condition
of the trucks.  That you subsequently learned, after
the trucks were pulled off the line and inspected, you
said that you would have taken them off the line
yourself.  Do you stand by that statement?

A,  If I would have known, I would have taken them
off, yes, knowing that they had bad brakes.

Q,  You still agree that all three trucks had
bad brakes?

A.  I'm not saying one way or the other on that, no.
I feel that all three trucks had partial brakes
on them.
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